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LIMITED OFFICIAL USE 
PAGE 01 STATE 138062 
11 

ORIGIN NEA-10 

INFO OCT-01 ISO-OO COME-OO EB-07 /018 R 

DRAFTED BY NEA/PAB : ASCHIFFERDECKER:MRC 
APPROVED BY NEA/PAB :PDCONSTABLE 
COMMERCE/MEPD:JSMITH (SUBS) 

023307 

R 122323Z IUN 75 
FM SECSTATE WASHDC 
TO AMEMBASSY KABUL 


LIMITED OFFICIAL USE STATE 138062 

E.O. 11652: N/A 

TAGS: ETRN, BMEP, AF 

SUBJECT: AFGHAN RAILWAY PROJECT 

FOLLOWING MESSAGE FOR MCGAFFEY FROM SYMONS OF CENTEC: 

QUOTE: WE HAVE RE-EVALUATED OUR PROPOSAL, AND BY MAKING 
SOME CHANGES AND REMOVING INFLATION AND CONTINGENCY WE COME 
TO DOLS 4.44 MILLION RPT 4.44 MILLION TOTAL FOR PHASE I 
AND PHASE II. IN CASE OF A POSSIBLE REMAINING CHANCE, WE 
ARE SENDING LETTER TO MR. SALEHI TODAY OFFERING THIS 
FIGURE. BLIND COPY AND LETTER OF EXPLANATION MAILED TO 
YOU TODAY. MUCH APPRECIATE YOUR HELP AND HOPE OUR CHANGEA- 
BILITY AND PERSISTENCE IS NOT TROUBLESOME. REGARDS. SYMONS, 
CENTEC. UNQUOTE. KISSINGER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: COSTS, RAILROADS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 12 JUN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: SmithRJ 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE1 38062 

Document Source: CORE 

Document Unique ID: 00 

Drafter: ASCHIFFERDECKER:MRC 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750231-0517 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750655/aaaabxzx.tel 

Line Count: 44 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN NEA 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: SmithRJ 
Review Comment: n/a 
Review Content Flags: 

Review Date: 29 JUL 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <29 JUL 2003 by ShawDG>; APPROVED <24 NOV 2003 by SmithRJ> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: AFGHAN RAILWAY PROJECT FOLLOWING MESSAGE FOR MCGAFFEY FROM SYMONS OF CENTEC 
TAGS: ETRN. BEXP, AF 
To: KABUL 
Type: TE 
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